25X1 


25X1 


25X11 


Approved For Release 2003/03/07 : CIA-RDP80R01731R001600080033-5 


CONFIDENTIAL 


(P£- tablo— 


The Honorable Ivor B. Fenton/ 


U. &. House of Representatives 
Washington 25, B. ¢. 


Dear Mr. Fenton: 


you for letter of 17 August 1954 in behalf of 
who has applied for a position with this 


application was given cereful consideration 
when he app > Unfortunately, however, we did not have a 
suitable vacancy for him, and he was informad of this by our 
Personnel Office on 6 August 1954. 


Since receipt of your letter, papers have 25X1 


been reviewed, and I regret to say we i do not have 
@ suitable opening for him. We are keeping his appliestion in 
our active file, however, and shall contact him should the 
situation change. 


Your interest in the Centrel Intelligence Agency is 
greatly appreciated. 


Sineerely, 


_ Shae 
&. ?. CABELL 
Agting Director 
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